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SUB J : BURGLAR ALARM SYSTEMS FOR STAFF RESIDENCES 

REF: 75 BANGKOK 25828 

1 . POST IS AWAITING A REPLY CONCERNING OUR REQUEST FOR 50 
UNITS OF THE EICO ALARM SYSTEM OR NOTIFICATION AS TO WHAT 
OTHER STEPS MAY BE TAKEN TO INSURE THAT AN ADEQUATE ALARM 
SYSTEM IS MADE AVAILABLE TO PERSONNEL AT THIS POST. WE HAVE 
RECEIVED INCREASING PRESSURE FROM OTHER ELEMENTS OF THE MISSION 
TO INITIATE THIS PROGRAM. 

2. PLEASE ADVISE US AS SOON AS POSSIBLE CONCERNING YOUR 
RESPONSE TO THIS REQUEST. 
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